1'                       ■■^MtRj^AiK^-T^.^^L^a^jM . 

OLD  DUTCH  CHURCH  OF  SLEEPY  HOLLOW 
Built   by  Frederick  Philips   in    1697  and 
has  been  in  continuous  use  except  during  the 
American  Revolution.  Tarrytown,  N.  Y. 
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